﻿Disc Label:     The Changeling 1980 2160p UHD Blu-ray HEVC DTS-HD MA 5.1-ESiR
Disc Size:      65,230,742,398 bytes
Protection:     AACS2
Extras:         Ultra HD
BDInfo:         0.7.5.5

PLAYLIST REPORT:

Name:                   00000.MPLS
Length:                 1:46:47.484 (h:m:s.ms)
Size:                   63,695,069,184 bytes
Total Bitrate:          79.53 Mbps

VIDEO:

Codec                   Bitrate             Description     
-----                   -------             -----------     
MPEG-H HEVC Video       70973 kbps          2160p / 23.976 fps / 16:9 / Main 10 @ Level 5.1 @ High / 10 bits / BT.2020

AUDIO:

Codec                           Language        Bitrate         Description     
-----                           --------        -------         -----------     
DTS-HD Master Audio             English         2593 kbps       5.1 / 48 kHz /  2593 kbps / 24-bit (DTS Core: 5.1 / 48 kHz /  1509 kbps / 24-bit)
DTS-HD Master Audio             English         1812 kbps       2.0 / 48 kHz /  1812 kbps / 24-bit (DTS Core: 2.0 / 48 kHz /  1509 kbps / 24-bit)
Dolby Digital Audio             English         256 kbps        2.0 / 48 kHz /   256 kbps / DN -31dB

SUBTITLES:

Codec                           Language        Bitrate         Description     
-----                           --------        -------         -----------     
Presentation Graphics           English         26.147 kbps                     
<BDSize>60.8 GB</BDSize> 
